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Message Text 

UNCLASSIFIED 

PAGE 01 BANGUI 00076 121306Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO OCL-OO SY-05 FBOE-OO 
A-01 /023W 

128171 121310Z/43 

R 121015Z JAN 78 
FM AMEMBASSY BANGUI 
TO SECSTATE WASHDC 9727 
INFO AMEMBASSY ACCRA 
AMEMBASSY MONROVIA 

UNCLAS BANGUI 0076 

ACCRA FOR RCO, MONROVIA FOR ATO 

E.O.l 1652: N/A 

TAGS: AFAC, ASEC, NSU 

SUB J : BANGUI NOB, CCC INSTALLATION 

REF: INSPECTION/SURVEY REPORT, DEC. 2, 1977, SECTION C. GENERATOR 
ROOM, ITEM 2 

1 . REF REPORT ADVISED THAT CONTRACTOR HAD INSTALLED GALVANIZED 
PIPE FOR CCC DIESEL GENERATOR FUEL SUPPLY AND RETURN LINES INSTEAD 
OF BLACK IRON. REPORT REQUESTED POST TO REPLACE GALVANIZED 
MATERIALS TO CORRESPOND WITH SPECS. AS SOME REQUIRED MATERIALS 
NOT AVAILABLE LOCALLY, REPORT ADVISED POST TO REQUEST THOSE 
MATERIALS FROM DEPT. FOLLOWING IS LIST OF MATERIALS WHICH 

ARE NOT AVAILABLE IN BANGUI. PLEASE FORWARD BY AIR. 

12 ELBOWS FEMALE-FEMALE 0 1" 

2 REDUCTIONS MALE-FEMALE l"-3/4 
2 REDUCTIONS MALE-FEMALE 2/3-3/8 
4 UNIONS 0 1" 

12 BOLTS 0 12 MM - 60 MM LONG WITH NUTS AND WASHERS 

FISCAL DATA: 1980113 5512 826036 2699. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGUI 00076 121306Z 

2. CONTRACTOR WILL BE USING COPPER PIPE, PROCURED LOCALLY.QUAINTON 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BANGUI00076 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780018-0417 
Format: TEL 
From: BANGUI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 73/aaaacjqb. tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 223b8be4-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 SECTO 19 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 09 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3790062 
Secure: OPEN 
Status: NATIVE 

Subject: BANGUI NOB, CCC INSTALLATION 
TAGS: AFAC, ASEC, NSU 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/223b8be4-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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